
2) It was learned that the FTC will abandon 
nicotine via gas chromatography and 
return to nicotine via distillation. 

The reason for this is not entirely 
known. Because gas chromatography 
is the better, more precise means of 
determining nicotine, we are suggesting 
that the TITL laboratory continue to 
. 1_ do smoke nicotine by gas chromatography . 

This requires confirmation from the 
- Committee of Council. 


The other subject discussed with Dr. Leake 
was the TITL budget, which appears to be in order. 


RBS/sagr 


;Those Listed: 

■Km 

•y 

Mr. A. Holtzman 
Mr. F. E. Resnik 
Dr. M. Hausermann 
^ Mr. J. E. Wickham 



■ 3 - Soujpe; https://www,industrydocuments J iicsf.edu7docs/kldj0600. 


1003723012 




